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P r o Mg m 

If an Error Code 5 in line #250J3 occurs there is a custotner with nore than 
256 transactions posted to him. 


Solution 

The problem is corrected by following the steps listed below. 

1. Backup the diskette(s) and make the changes on the Backup copy of the 
program. 

2. In BASIC load the program by typing L0AD"ARS". 

3. Make the following corrections; 

CHANGES (Retype the line or refer to the Edit section of the owners manual) 

Old Line; 2540 LSETDF$=Sr$;ISETDG$=PC$;LSETDH$=^rC$;LSE?rDI$^«I$(DI); 
LSETDJ$=Mfa$(DJ) ;IUT2,JR;RET0RN 

New Line; 2540 LSEai)F$=gr$;LSETDG$=^PC$;LSETDH$= <HR$(TC-(255-TC)* 

(T0255)) ;LSETDI$=MKI$(DI) ;LSETDJ$=Mta$(DJ) ;HJT2,JR;RETORN 


4. Type SAVE"ARS" to save the changes in the program. 

5. At TRSDOS Ready, make a backup cc^y of the corrected diskette. 























